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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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0. FOREWORD 

0.1 This Indian Standard was adopted by the Indian Standards 
Institution on 29 June 1982, after the draft finalized by the Travel 
Requisites Sectional Committee had been approved by the Consumer 
Products and Medical Instruments Division Council. 

0.2 Ladies vanity bags differ in designs, shape, colour and size from one 
manufacturer to another. In view of the difficulty encountered by the 
indentors in selecting proper material of choice, the Sectional Committee 
responsible for formulation of this standard agreed to stipulate the 
essential requirements of this item in this standard. In addition, it is 
expected to terve as a guide to manufacturers to orient their production 
to manufacture the vanity bag of a durable and acceptable quality. 

0.3 This standard contains clauses which call for agreement between the 
purchaser and the manufacturer, which permit the purchaser to use his 
option for selection to suit his requirements. The relevant clauses 
are 2.1, 3.1, 4.2, 5.4 and 7.1. 

0.4 For the purpose of deciding whether a particular requirement of this 
standard is complied with, the final value, observed or calculated, 
expressing the result of a test, or analysis, shall be rounded off in accord- 
ance with IS,: 2-1960*. The number of significant places retained in the 
rounded off value should be the same as that of the specified value in this 
standard. 



1. SCOPE 



1.1 This standard prescribes the requirements for ladies vanity bags used 
for carrying personal belongings. 



'Rules for rounding off numerical values ( noised ) 
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2. SHAPE AND DESIGN 

2.1 The bags shall be manufactured to the shape and design as agreed to 
between the purchaser and the manufacturer. 

2.2 The bag shown in Fig. 1 has the dimensions 310 X 40 x 200 mm. 

3. MATERIALS 

3.1 The various components of ladies vanity bags shall be made from the 
material specified in Table 1. The bags may also be made from any 
other suitable material, subject to the agreement between the purchaser 
and the manufacturer. 

4. REQUIREMENTS 

4.1 The leather used in the manufacture of bags shall be natural in 
colour. The minimum thickness for the body and for the Gusset, shall 
be 6 mm. 

4.2 Inside pockets, partitions, front pocket, snap fastener, etc, may be 
provided as agreed to between the purchaser and the manufacturer. 

4.3 The slide fasteners shall be brass coloured and shall have a hasp type 
metal pull. Its length shall not be less than 20 mm. 

5. WORKMANSHIP AND FINISH 

5.1 The stitching shall be done with the help of single row of stitches of 
even tension. The number of stitches per decimetres shall be between 
28 to 32. At the end of each row of stitches there shall be at least 3 
back stitches. The thread end shall be trimmed or sheared. 

5.2 The outer strap shall be either of fixed length or provided with a 
buckle for adjusting the length. However, in either of the cases the strap 
shall be sufficiently long. Two D rings shall be attached to the ends of 
the strap, which in turn shall be riveted or stitched to the body of the 
vanity bag. 

5.3 The gu-.set shall be cemented to the ends and bottom of the bag with 
the help of a suitable adhesive. 

5.4 The foundation materials, if provided, shall be covered with suitable 
cloth as agreed to between the purchaser and the manufacturer. 

5.5 All steel components shall be plated chromium over nickel conform- 
ing to Grade 3 of IS : 1068-1968*. 



•Specification for electroplated coatings of nickel and chromium on iron and steel 
it reiuion 1. 



( first reiisum ). 




All dimensions in millimetres. 
Fig. 1 Bag, Vanity, Ladies 



[«»-40-» 
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TABLE 1 MATERIALS FOR COMPONENTS OF LADIES VANITY BAGS 

(Clause 3.1 ) 
Sl Componhnt* MatebiaI.8 Cos»oricin<i TO 



No. 








(U 


(2) 


(3) 


(4) 


i) 


Body, partitions and 

gusset 


Vegetable tanned leather 

or 
Chrome tanned leather 


IS : 1639-1960* 
IS : 578-1971t 






or 
Combination tanned leather 


IS : 2961-1973J 






or 
Leather cloth 


Grade 2 or Grade 3 of 
IS : 1259-1977§ 


") 


Foundation material 


Expanded vinyl coated fabric 
Cardboard 


IS : 8698-I977|| 






or 
Plywood 


Any grade of 
IS : 303-1975J 






or 
Fibre board 


IS : 1658-1977** 


M) 


Lining material 


Lining leather 


Type 2 or Type 3 of 
IS : 3840-1979tt 






Leather cloth 

or 

Expanded vinyl coated fabrics 


Grade 4 of IS : 1259- 
1977§ 

IS : 8698-1977| 






or 
Any suitable textile cloth 


— 


ir) 


Sewing thread 


Cotton thread 


Variety No. 5, 14 or 
19 of IS: 1/20-1978$* 



or 
Linen thread 



92 tex 3 ( 185/5 ) of 
IS : 2196-1966$$ 



v) D rings 



Polyester/nylon thread 

Mild steel/brass 

or 
Copper anodized aluminium 



•Specification for East-India tanned kips and skins. 

•(■Specification for full-chrome upper leather ( second revision ) . 

{Specification for chrome retan finished upper leather (first revision ). 

^Specification for vinyl coated fabrics ( second revision ). 

^Specification for expanded vinyl coated fabrics. 

ISpecification for plywood for general purposes ( second revision ). 

* 'Specification for fibre hardboards ( second revision )■ 

■("(■Specification for lining leathers (first revision ). 

{{Specification for cotton sewing threads ( second revision ). 

§§Specification for linen sewing thread for aeronautical purposes ( revised). 

( Continued ) 
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TABLE 1 


MATERIALS FOR COMPONENTS OF LADIES 
VANITY BAGS — Ctntd 


Sl 
No. 


COMPOXENTS 


Materials 




CONTOHMING TO 


(1) 


(2) 


(J) 




(4) 


vi) 


Slide fasteners 


Metal 

or 
Nylon 




IS : 3148-1978* 
IS : 4829-1968f 


vii) 


Rivets 


Steel/alum inium 




IS : 3974-1967}: 


viii) 


Snap fastener ( 
used ) 


Brass/copper 
if Snap fastener 




IS : 4741-I968J 


xi) 


Tape fastener 


Synthetic hook and 


loop tap 


« IS : 8156-19811! 



•Specification for metallic slide fasteners, general purpose ( second revision ). 

tSpecification for nylon ilide fasteners. 

♦Specification for bifurcated rivets for general purposes. 

§Specification for snap fasteners ( four pieces ). 

HSpecification for fasteners, hook and loop tape, synthetic {first revision ). 



5.6 The bag shall be manufactured without any sharp edges or construc- 
tional defects. There shall not be any loose thread or uneven seams. 

5.7 In respect of appearance, design, dimension, general workmanship 
and finish; the bags shall conform to the sample previously approved by 
the purchaser. 

6. MARKING 

6.1 Each bag shall be legibly and indelibly marked with the following: 

a) Manufacturer's name, initials or registered trade mark; 

b) The country of the manufacture. 

6.1.1 Each bag may also be marked with the ISI Certification Mark. 

Note — The use of the ISI Certification Mark is governed by the provisions of the 
Indian Standards Institution ( Certification Marks ) Act and the Rules and Regu- 
lations made thereunder. The ISI Mark on products covered by an Indian Standard 
conveys the assurance that they have been produced to comply with the require- 
ments of that standard under a well-defined system of inspection, testing and quality 
control which is devised and supervised by ISI and operated by the producer. ISI 
marked products are also continuously checked by ISI for conformity to that 
standard as a further safeguard. Details of conditions under which a licence for the 
use of the ISI Certification Mark may be granted to manufacturers or processors, 
may be obtained from the Indian Standards Institution. 

7. PACKING 

7.1 The bags shall be packed to ensure safe transportation. They may 
also be packed as agreed to between the purchaser and the manufac- 
turer. 
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INTERNATIONAL SYSTEM OF UNITS ( SI UNITS ) 

Base Units 



Quantity 


Unit 


Symbol 






Length 


metre 


m 






Mass 


kilogram 


kg 






Time 


second 


s 






Electric current 


ampere 


A 






Thermodynamic 


kelvin 


K 






temperature 










Luminous intensity 


candela 


cd 






Amount of substance 


mole 


mol 






Supplementary Units 










QUANTITY 


Unit 


Symbol 






Plane angle 


radian 


rad 






Solid angle 


steradian 


sr 






Derived Units 










QUANTITY 


Unit 


Symbol 




Definition 


Force 


newton 


N 




N = 1 kg.m/s* 


Energy 


joule 


J 


1 


J = 1 N.m 


Power 


watt 


W 


1 


W=.l J's 


Flux 


weber 


Wb 


1 Wb = 1 V.s 


Flux density 


tesla 


T 


1 


T = 1 Wb/m* 


Frequency 


hertz 


Hz 


1 


Hz = 1 c's (s' 1 ) 


Electric conductance 


Siemens 


S 


I 


S = 1 A/V 


Electromotive force 


volt 


V 


1 


V =» I W/A 


Pressure, stress 


pascal 


Pa 


1 


Pa = 1 N/m« 
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